The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

OEVAUL PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 

SECRETARY 

JOHN AUERBACH 
COMMISSIONER 

08/19/2011 


Ryan Mingo 

Assistant District Attorney, Suffolk County 
Dear ADA Mingo, 

Enclosed is the information you requested in regards to Commonwealth 
Included are copies of the following: 

1. CuiTiculum Vitae for Amiie Dookhan and Kate Corbett. 

2. Drug Analysis Laboratory Receipt. 

3. Control Cards with analytical results for samples 

4. Analysis sheets with custodial chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples 

Annie Dooklian was the custodial chemist and perfonned the preliminary testing and net weight for 
this sample. Kate Corbett was the confirmatory chemist and analyzed the GC/MS data for this 
sample. 

If you have any questions about these materials, please call me at the number below. 



Annie Dooklian 
Chemist 11 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 
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Curriculum Vifae 


Aimic Khau (Dookbaii) 

Educntiou: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry, 

Expericuce: 

2003 - present 

Chemist I. II . Massachusetts Department of Public Health, Diotg Analysis Laboratoiy 

*Completed six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratory. 

* Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

^Responsible for the identification of illicit drugs to determine violations of harmful and narcotic 
drug laws, 

*Tramed in the use of complex analytical insti-umentation, microscopes and balances for the 
purpose of drug analysis. 

*Maintenance and repairs of all analytical instruments. 

^Responsible for the Quality Contiol of all analytical instniments, reagents and controls/standards. 
*Oversee the Quality Control/Quaiity Assurance program for the Drug Lab. 

*Writing, revising and reviewing Standard Operating Procedures (SOPs) and Protocols. 

*Notary Public. 

*Qualified as an expert witness in Massachusetts Courts and U.S, District Court 
2001 -2003 

QC Analyst 1. II . UMMS-Massachusetts Biologic Laboratory, QC Material Control 

^Completed proficiency ti aining conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department. 

*Method Development for creating new teclmiques and enliancing vaccines for the QC Dept, and 
FDA. 

*Writing, revising and reviewing Standard Operating Procedures (SOPs). 

*Trained and supervised new chemists and interns for the department. 

*Routine QC testing of products for the FDA. 

*Tramed in the use of complex analytical insti-umentation, and balances for the purpose of QC 
analysis for product and validation projects. 

^Calibration, preventive maintenance, QC and QA of analytical instrumentation, 

^Complete testing of chemicals for Vendor Validation Project for the FDA. 

^Compendial testing and inteipretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous ti ainings) 

GLP/GMP training with Massachusetts Biologic Laboratoiy, 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS trainings with Agilent Technologies and Restek. 

HPLC and LC/MS/MS trainings with Waters Cooperation. 

F TIR training with Spectios. 

TOC training with MBL and Sievers. 

Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 
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Curriculum Vitae 


Kate A. Corbett 
Education 

Bachelor of Science Degree, CHEMISTRY May 2003 
MERRIMACK COLLEGE 

Coursework included: Organic Chemistry, Inorganic Chemistry, Quantitative 
Analysis, Instrumental Analysis, Physical Chemistry, Physics, Calculus 


Employment 

Chemist li State Laboratory institute (March 2008-Present) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance and trafficking substances to 
determine violation of the Massachusetts drug laws 

> Responsible for the identification of pharmaceuticals to determine violation of 
the Massachusetts drug laws 

> Operate analytical instrumentation, microscopes and balances for forensic 
drug analysis 

Chemist I State Laboratory Institute (2005-March 2008) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance to determine violation of the 
Massachusetts drug laws 

> Operate analytical instrumentation for the purpose of performing forensic 
drug analysis 

> Successfully completed an eight week training course in the analysis of drugs 
conducted by senior staff of the Department of Public Health, Drug Analysis 
Laboratory 

> Appointed an assistant analyst for the Department of Public Health, Drug 
Analysis Laboratory in 2005. 

Research Associate (September 2003 - August 2005) 

SENSOR TECHNOLOGIES, INC - Shrewsbury, MA 

> Prepared chemistries used in making sensor beads 

> Generated and examined sensors employing fluorescence spectroscopy 

> Performed protein, dye and sugar assays using UV/VIS spectrophotometry 

> Carried out titrations on ricin using fluorescence correlation spectroscopy 

> Statistical analysis of experimental data 

Intern (March 2003 - August 2003) 

MASSACHUSETTS STATE POLICE CRIME LABORATORY - Sudbury, MA 

> Assisted in the gathering of case files to fulfill the National Institute of 
Justice’s No Suspect Backlog Reduction Grant 

> Observed in the Evidence, Criminalistics, DNA, Drug, Trace, Toxicology, and 
Bomb/Arson Units 
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cc#. 


oePARTMENT 


DRUG RECEIPT 


Dislrict/Unil 
Name 


BOOK#. 

PAGE #_ 




DESTRUCTION #. 


•/?/ Dc 




& Rank of Arresting Officer 


ID#. 



DESCRIPTION OF ITEMS SUBMITTED GROSS GROSS ANALYSIS 

QUANTITY WEIGHT | NUMBER 
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BPD Form 0038-BIS-0907 (prev. 1753) 








No. Date 

City: Boston D.C.U. Police Dept. 
Officer: P.O. Diana Lopez 
Def; 


Analyzed: 


la 


D 


Amount: 

No, Cont: 1 Cont: pb 

DateRec’d; 11/10/2010 
Gross Wt.; 2.61 


SubsLSUB 

No. Analyzed; 

Net Weight: (P .0'1 


Prelim: 



No. Date Analyzed: 

City: Boston D.C.U. Police Dept. 

Officer: P.O. Diana Lopez 
Def: 




Amount; 

No. Cont: 1 Cont: pb 

DateRec’d: 11/10/2010 
Gross Wt: 2.23 


Subst: SUB 

No. Analyzed: 

Net Weight: O.'^K 


Prelim; W2/^o\!^ 


Findings; 


# Tests: 








No. Date Analyzed: . 

City: Boston D.C.U. Police Dept. ( 

Officer; P.O, Diana Lopez 
Def; 

Amount: Subst: SUB 

No. Cont: 1 Cont: paper fold 

Date Rec'd: 11/10/2010 No, Analyzed: 

Gross Wt: 2.66 NetWeight: 

# Tests: 

'-9PK 


Prelim: H€aoc\ 


Findings: 14 
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No. Date Analyzed;, ^ 

City; Boston D.C.U. Police Dept. [ l^\ 

Officer; P.O. Diana Lopez 


/! 


Def; 

Amount: 

No. Cont: 1 Cont: pb 

DateRec'd; 11/10/2010 
Gross Wt.: 1.94 


Subst: SUB 

No. Analyzed; 

Net Weight: O.0\ 
# Tests: 


Prelim: COC<ajiA 0 Findings; ( ^ 


[vjo. Date Analyzed:. 

City; Boston D.C.U. Police Dept. ^ ^ 

Officer; P.O. Diana Lopez 
Def; 

Amount: 

No. Cont; 1 Cont: pipe 
DateRec'd; 11/10/2010 




Gross Wt.: 


8.85 


SM.b 

Subst: Res 


No. Analyzed: 
NetWeight: 0^0^ 
# Tests: t> 

fLi 


prelim; Cx3CCl.vaa C^ ) Findings; 



No. 


Date Analyzed; , 




City: Boston D.C.U. Police Dept. 

Officer: P.O. Diarta Lopez _ 

Def: 

Amount: Subst: SUB 

No. Cont; 1 Cont: pb 

DateRec'd: 11/10/2010 No. Analyzed 

Gross Wt.: 1.95 NetWeight: 

# Tests 


(4 (0 


Prelim; COCOuLMaC^) Findings: ( 
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DRUG POWDER ANALYSIS FORM 

SAMPLE n AGENCY *^(->-5.^ _ ANALYST 4^9 

No. of samples tested:_ Evidence WL _ 


PHYSICAL DESCRIPTION: 

V'i?^ 


Gross Wt( ); Q > 

Gross Wt ( );_ 

Pkg. Wt;_ 

Net Wt: o. onzn 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( -V-) 


Marquis 4^ 

Froehde's V* 

. -i,- 

Mecke's 


MIcrocrvstalline Tests 
Gold 

Chloride_ 

TLTAJ_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS \A0a<o^K 
t^ATE \CL~\V-\.-VO 


GC/MS CONFIRMATORY TEST 
RESULTS \Vg/^o\.-^ 

MS 

OPERATOR _ 

DATE 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE » 



No. of samples tested: 


AGENCY 


ANALYST 
Evidence Wt 


PHYSICAL DESCRIPTION: 


- CV«-r^VlA^ ^ ^.'v55^•^:CO c ^ 




Gross Wt( 

Gross Wt ( ):_ 

Pkg. m\ _ 

Net Wt; O • *2^ ^ 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( 4 ) 
Marquis 

Froehde's ^ 
Mecke's ^ 


Mlcroctvstalllne Tests 
Gold 

Chloride_ 

TLTAX_]_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS 
DATE 


GC/MS CONFIRMATORY TEST 

RESULTS__ 


MS 

OPERATOR ^ 
DATE 




n-ib-vo 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 



ANALYST 



No. of samples tested: 


Evidence Wt 









DRUG POWDER ANALYSIS FORM 

SAMPLE# AGENCY _ ANALYST 

No, of samples tested:_ Evidence Wt _ 










DRUG POWDER ANALYSIS FORM 


o 


SAMPLE # 



No. of samples tested: 


AGENOY_S,aj^iSrv 


ANALYST 
Evidence WL 


PHYSICAL DESCRIPTION: 




S.'VCTi 


Gross Wt( ): S.o^^i 

Gross Wt ( ):_ 

Pkg. Wti_ 

NetWt: O' 


PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( -y. 

Marquis — 
Froehde's •“" 
Mecke's 


Microcfvstalllne Tests 
Gold 

Chloride 4 ^_ 

TLTA ( -j-L- _ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS COCClla^ 

DATE 


GC/MS CONFIRMATORY TEST 

RESULTS_ C(s>c.Ck.v\o 

MS 

OPERATOR 

DATE_[ t- i<o-' o_ 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE it 
No. of samples tested: 


AGENCY ANALYST Pv^O 

Evidence Wt 


PHYSICAL DESCRIPTION: 

V 




Gross Wt( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

NetWt: n.OXS'L 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate (—) y. 
Marquis 
Froehde's 
Mecke's _ 


MlcrociystaUlne T ests 
Gold 

Chloride -V _ 

TLTA ( _ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS fyicct 

DATE \X- I lO 


GC/MS CONFIRMATORY TEST 

RESULTS_ Co cr>. L. a 

MS 

OPERATOR _ 

DATE iL-it-iO 


Revised 7/2005 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Ft\Q4™2010\SYSTEM7\12__15_10\760985.D 

KAC 

16 Dec 2010 5:58 

BLANK 

2 

DRUGS.M 
RTE 


Atundanca TIC; 760985.D\data.ms 



Ret. Time 


Area Area % Ratio % 


integrated peaks* 


760985.D Thu Aug 18 07:31:02 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
Pile Name t 
Operator r 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number ; 
AcquisitionMeth; 
Integrator : 


Data Filer 

F:\Q4-2010\SYSTEM7\12_15_10\760986.D 
KAC 

16 Dec 2010 6:11 

HEROIN STD 

86 

DRUGS,M 
RTE 


Abundance 

1000000 

800000 

600000 

400000 

200000 


0 


TIC: 760986.D\dala.ms 
6i28 




T 




T" 


T" 


"P 


-p 


~p 


-p 


Tlme-> 2.00 2.60 3,00 3.50 4.00 4.60 5.00 6.50 6.00 6.50 7,00 7.50 8.00 8.50 


-rT-j-r- TT ' 

9.00 


9.60 


Ret. Time 

Area 

Area % 

Ratio % 

6.428 

1700110 

100.00 

100.00 

---Jl....—^ 


760986,D Thu Aug 18 07:31:06 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_15_10\760986.D 
KAC 

16 Dec 2010 6:11 

HEROIN STD 


86 

DRUGS 

RTE 


M 


Search Libraries: C:\Database\SLl,L Minimum Quality: 80 

C:\Database\NIST08»L Minimum Quality: 80 

C:\Database\PMW_TOX2,L 


PK# RT Library/ID 


CAS# Qual 


6.43 C:\Database\SLI.L 
HEROIN 
JWH-073 


000561-27-3 99 

208987-48-8 4 


Abundance 

80 

60 

40 

20 


Average of 6.380 to 6.556 min.: 760986.D\data.ms (-) 


268 


327 


215 


81 


59 


94 


115 


146 




28 

kli 


162 


181 


197: 


I 238 253 


310 


284 


298 


369 


340362 


■ ,! , Y j j' j I 'M "f ) 'j i I I ' r [ " T i " i ' I ]' i'i "I'i'I ri* I’t' [' I f i | i ' ' i‘ t r - pr - r - r - r - pr -rr r 

m/z.-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


Abundance 

80 

60; 

40; 

20i 


#1: HEROFN 


OV 


268 


327 


215 


81 


69 


94 

LdJ 


115 146 


28 


162 


174 




40253 




310 


284 


298 


369 


341 


rp-rri j tyri i i yn . i j , i] i »1'T' t r t p i > > | i i j t < < i ^ i i i i j i 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


760986,D 


Thu Aug 18 07:31:06 2011 


Page 2 


Folk OIG PRR 042817 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEN7\12_15_10\760987.D 
KAC 

16 Dec 2010 6:24 

BLANK 
ASD 
2 

DRUGS,M 
RTF 


Abundance TfC: 760987,D\data.ms 



Ret, Time 


Area Area % Ratio % 


INTEGRATED PEAKS^** 


760987.D Thu Aug 18 07:31:09 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM7\12__15__10\760988 *D 
KAC 

16 Dec 2010 6:36 


ASD 

88 

DRUGS.M 
RTE 


Abundance 

260000 


200000 

150000 

100000 


50000 


TfC; 760988,D\data.nis 
6i22 


O cVr^rr - 




T 


Time-’> 2.00 2.50 3.00 3.50 


I ? p 7 

4.00 


I I , I r I . , I , , , , 'rf-T-, 

4.50 5.00 5.50 6,00 6.50 7.00 


7,50 


jU 


8,00 


T F I I p 

8.60 


“T 


“T 


aoo 9.50 


Ret, Time 

Area 

Area % 

Ratio % 

6,422 

401881 

100.00 

100.00 


760988,D 


Thu Aug 18 07;31;12 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_15_10\760988.D 

KAC 

16 Dec 2010 6:36 


ASD 
88 

DRUGS.M 
RTF 


Search Libraries; C:\Database\SLI,L Minimum Quality: 80 

C;\Database\NIST08.L Minimum Quality; 80 

C;\Database\PMW_TOX2.L 


PK# RT , Library/ID 


CAS# Qual 


1 6.42 C;\Database\SLl.L 

HEROIN 


000561-27-3 99 


Abundance 

80 

60 

40 

20 


4i3 


Average of 6.385 to 6.550 min.: 760988.D\data,ms {-) 


268 


327 


216 


81 


59 




115 


146 


94 

j Ul i j 


128 


182 


181 


197 




I 238 253 

i-'i .k iiiu 


[ f f I I - r I j I M j-T i r- i i-r-T T r ^ rt i i | i i r i j i i f, - ( pj- pr - rrr - p - f f ! [ i i i i j i w i } ^ 

m/ 2 -> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


310 


284 

iJ, .298__ 


369 


i 341 355 




-( 1 f 1 r n 


Abundance 


#1: HEROIN 



760988.D 


Thu Aug 18 07:31:13 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


F:\Q4- 2010 \ SYSTEM? \ 12__15_10\760989.D 
KAC 

16 Dec 2010 6:49 

BLANK 
ASD 
2 

DRUGS.M 
RTE 


Abundance ' TiC; 7609MD\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


760989.D Thu Aug 18 07:31:15 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4“2010\SYSTEM7\12_15_10\760990,D 
KAC 

16 Dec 2010 7:01 


ASD 

90 

DRUGS.M 
RTE 


Abundance TIC: 760990D\data.ms 



Ret. Time 


Area Area % Ratio % 


5.946 

105526 

6.56 

8,08 

6,423 

1305815 

81.12 

100.00 

8,329 

198371 

12.32 

15.19 


760990.D Thu Aug 18 07:31:18 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name ; F:\Q4-2010\SYSTEM7\12_15__10\760990.D 

Operator ; KAC 

Date Acquired : ^^Dec2010 7:01 

Sample Name ; 

Submitted by ; ASD 

Vial Number : 90 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C; \Database\NIST08 .L Minimun^ Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# 

Qual 

1 5.95 

C:\Database\NIST08.L 




6-Monoacetylmorphine 

002784-73-8 

99 


6-Monoacetylmorphine 

002784-73-8 

99 


6-Monoacetylmorphine 

002784-73-8 

98 



Abundance #156508:6-iitonoaceiylmorphIne 



m/z-:> 20 40 .60.80. 100 120 140__160 180 200 220.240 260 280 300.320 340 


760990.D Thu Aug 18 07:31:18 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data Filet 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM7\12_15__10\760990 ,D 
KAC 

16 Dec 2010 7:01 


ASD 

90 

DRUGS.M 
RTE 


Search Libraries: C;\Database\SLI,L Minimum Quality; 80 

C;\Database\NIST08,L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


2 6.42 C;\Database\SLI.L 

HEROIN 000561-27-3 • 99 

JWH-073 208987-48-8 4 


Abundance 

80 

60 

40 

20 


43 


59 

_ lili .1^; .Mr I 


Average of 6.380 lo 6.560 min,: 760990.D\data.ms (-) 


268 


216 


94 I I Ib4 

128 




j ii iijj 


181 
! !, I. '>97 


238 253 


I I i) . II I III I 


284 


327 


310 


298 i 


369 


343356 


-•I'-T-T-T' j I'r I VI I ) 'I ^ ^ "I I I i I [ I > I t ; r <i ' ^ ' "}"> ' TrrY ( i I <'} I I r< | - > i 'i r| r; ; p’l > i < < t j ti i ; [ i i 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


Abundance 


80 


60 


40 


20 


4|3 


59 


m : HEROIN 


81 


94 


115 


146 


p } 1 


■i, .iiiJ.iis. 

T I I i I f 


162 


268 


327 


174 


i28 

I I- 1 ' , 


216 


.;aii 

r-^-rr 


310 


284 


298 


369 


341 


m/z-> 40 60 _80._ 100 120 140 16p_ ,180 200 220 240 _260 280 300 320 340 360 


760990.D 


Thu Aug 18 07:31:19 2011 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q4-2010\SYSTEM7\12_15_10\760990.D 
KAC 

16 Dec 2010 7:01 


ASD 

90 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


3 8.33 C:\Database\SLI.L 

DILTIAZEM 
CITALOPRAM 
CITALOPRAM 


033286-22-5 91 
059729-33-8 25 
059729-33-8 9 


Abundance 


80 


60 


40 


20 




58 


43 


Average of 8.276 to 8.456 min.: 760990,0\data,ms {-) 


40 60 


96 


+ ' ' 


178193 209224 241 

j-tYt't p j I 




r;-T-r-rj-i 


265 283297 325 341355 


iTi 


100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


Abundance 

80 


5:8 


#26: DiLTfAZEM 


60 

40 


20 


28 


43 

,1 


m/2-> 


40 


rrjn 

60 


„„ 121-150 

89 108 I 'f I 


7^1 1 } f I 1 I 

80 100 


, 178192207222238252 269284 310 328 353 414 

f-v, T i‘| TT-r I I I I I I I rTTTp-TTTJ-n I t p rrTjT-, I 1 I V ^ I I I 1 I I I > I' f rr-T-i 

120 140 160 180 200 220 240260 280 300 320 340 360 380 400 


760990.D Thu Aug 18 07:31:19 2011 Page 4 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q4-2010\SYSTEM7\12_15_10\760991.D 
KAC 

16 Dec 2010 7:14 

BLANK 
ASD 
2 

DRUGS.M 
RTE 


Abundance TIC: 760991.D\da!a.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS'^** 


760991.D 


Thu Aug 18 07:31:23 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_15_10\760992.D 

KAC 

16 Dec 2010 7:27 


ASD 

92 

DRUGS.M 
RTE 


Abundance TIC: 760992.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

1.953 

109498 

0.64 

0.84 

3.023 

103605 

0.61 

0,79 

5.888 

355855 

2.08 

2.72 

5.951 

1072232 

6.26 

8.20 

6.454 

13076047 

76,37 

100.00 

7.386 

190536 

1.11 

1.46 

8.345 

2214986 

12,94 

16.94 


760992.D Thu Aug 18 07:31:35 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integr‘ator 


F:\Q4~2010\SYSTEM7\12_15_10\760992.D 

KAC 

16 Dec 2010 7:27 


ASD 

92 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLl,L Minimum Quality; 80 

C;\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 1,95 C;\Database\PMW_TOX2.L 

Monolinuron 
Ethylacetate 
Metobromuron 


001746-81-2 2 

@ 000141-78-6 2 

003060-89-7 2 


Abundance 

I 

80 

60 

40 

20 

0 


Average of 1.922 to 2.064 m!n.: 760992.D\data,ms (-) 
103 


61 


43 




I 


73 


80 


91 




126 


115 


i134 


144 'T" 

fH-T-TT-j-7-?T-( hill 


162 


167 


182 


193 207 


m/z-i> 40 50 60 70 80 ?0_ _t_00 110 12 0 130 1 40 150 16 0 170 180 190. 200 2 10 

Abundance #3889: Monolinuron P952 


80 


60 


40 


20 


0 Vr-j 


^1 


73 


90 


99 


126 


111 


153 


214 


r -;- yrm *| i i V* i i i 1 r -r-rXT‘T 44 ' p" F~T-T-'|--7-- r T-T- f i I' r ri T 


m/z-> 


rp 


40 50 60 70 80 90 100 110 120 130 140 150 160 170 160 190 200 210 


760992,D Thu Aug 18 07:31:36 2011 Page 2 


Folk OIG PRR 042828 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SySTEM7\12__15__10\760992 .D 
KAC 

16 Dec 2010 7:27 


ASD 
92 

DRUGS.M 
RTB 


Search 

Libraries; C;\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


2 3,02 C:\Database\PMW_TOX2.L 

Metobromuron 
Aminoethanol 
Monolinuron 


003060-89-7 2 
000141-43-5 2 
001746-81-2 1 


Abundance 


Average of 2.996 to 3.113 min.: 760992.D\data.ms (-) 



Abundance 

80 

60 

40 


6:1 


#3887: Metobromuron 


P1220 


20 


m/z-> 


TTTTJTT-TT J 


91 


76 


50 60 70 


80 


90 


143 

Tjr‘ 


165 

j'i’i ] 1 


170 


197 

TmVr 


258 
11111 


t j p I M I 1 M I I i r r 7~]~T' rr T^ T > rv} r i i i | i 11 1 1 i i i ry-TrTTjTt i i [ i i i j p ~T~ n" |rf t t- ijiTTr[ p i p i [ f 

100 110 120 130 140 180 160 170 180 190 200 210 220 230 240 250 260 


760992.D Thu Aug 18 07:31:36 2011 


Page 3 


Folk_OIG_PRR_042829 
















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\BYSTEM7\12_15_10\760992.D 

Operator : KAC 

Date Acquired : 16 Dec 201 0 7:27 

Sample Name ; 

Submitted by : ASD 

Vial Number : 92 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: Ct\Database\SLi.L Minimum Quality: 80 

G:\Database\NIST08,L Minimum Quality: 80 

C:\Database\PMW_T0X2,L 

PK# RT Library/ID CAS# Qual 


3 5.89 C;\Database\NIST08.L 

Morphinan-6-ol, 7,8"didehydro-4,5-e 006703-27-1 99 
Morphinan-6-olr 7,8“didehydrO"4;5-e 006703-27-1 99 
Morphinan-6-ol, 7,8-didehydro-4,5-e 006703-27-1 98 




760992.D Thu Aug 18 07:31:37 2011 Page 4 


Folk_OIG PRR 042830 



















Area Percent / Library Search Report 


Information from Data Filei 

File Marne : Fr\Q4-2010\SYSTEM7\l2__15__10\760992 .D 

Operator : KAC 

Date Acquired : 16 Dec 201 0 7:27 

Sample Name : 

Submitted by ; ASD 

Vial Number : 92 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2,L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

4 

5.95 

C:\Database\NIST08.L 





6 -“Monoacetylmorphine 

002784-73-8 

99 



6"Monoacetylmorphine 

002784-73-8 

99 



6-Monoacetylmorphine 

002784-73-8 

99 


Abundance Average of 5.919 to 6.041 min.: 760992.D\data.ms (-} 



m/z->..4g_ ^60 80 100_ 120 140 160.1 80 200 220 240 260 28 0 300 32p__34_O?0... 380 400 420 



760992.D Thu Aug 18 07:31:37 2011 Page 5 


Folk_OIG PRR 042831 















Area Percent / Library Search Report 


Information from Data File: 

File Name : P:\Q4-2010\SYSTEM7\12__15__10\760992.D 

Operator : KAC 

Date Acquired : 16 Dec 201 Q 7:27 

Sample Name : 

Submitted by : ASD 

Vial Number : 92 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLl.L Minimum Quality: 80 

C;\Database\NIST08.L Minimum Quality: 80 

C: \Database\ PMW__TOX2 , L ’ 

PK# RT Library/ID CAS# Qual 


5 6.45 C:\Database\SLI,L 

HEROIN 000561-27-3 99 



760992,D Thu Aug 18 07:31:37 2011 


Page 6 


Folk_OIG PRR 042832 















Area Percent / Library Search Report 


Information from Data File: 

File Name : P:\Q4-2010\SYSTEM7\12__15__10\760992.D 

Operator : KAC 

Date Acquired r 16 Dec 2010 7:27 

Sample Name 
Submitted by 
Vial Number r 92 

AcquisitionMethi DRUGS.M 
Integrator i RTE 


Search Libraries: C:\Database\SLl.L 

C:\Database\NIST08.L 
C:\Database\PMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


6 7.39 C:\Database\NIST08.L 


Papaverine 

000058-74-2 

97 

Papaverine 

000058-74-2 

97 

Papaverine 

000058-74-2 

96 


Minimum Quality: 80 
Minimum Quality: 80 



m/z-> 40 60 80 1QD 120 140 160 1 80 20 0220 240 26026 0 300 320 340 360 380 40 0 420 



77 

80 



100 120.14g_16g.180 200 220 320 340 360 380 400 420 


760992.D Thu Aug 18 07:31:38 2011 Page 7 


Folk OIG PRR 042833 









Area Percent / Library Search Report 


Information from Data Filei 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_15_10\760992.D 

KAC 

16 Dec 2010 7:27 


ASD 
92 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLl.L Minimum Quality: 80 

C:\Database\NIST08,L Minimum Quality; 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


7 8,34 C:\Database\SLI,L 

DILTIAZEM 
ORPHENADRINS 
CITALOPRAM 


033286-22-5 91 
000083-98-7 4 
059729-33-8 2 


Abundance 


80 

60 

40 

20 

0 


Average of 8.266 to 8.615 min.: 760992.D\ciala.ms H 





43 


I 


121 


106 


150 


A 




192207222238 255 282298313328 353 414 

■pr7n--r]-XTTTYTTT-rj-i~n~r]“r-i~rTjT-rT-rj-rT-rTjTn-t-rj-rT-r-rp-T-rT-|-T-rT-T-jn-T-rT-^ t m | i 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


760992.D Thu Aug 18 07:31:38 2011 


Page 8 


Folk OIG PRR 042834 










Area Percent / Library Search Report 


Information from Data File: 

Pile Name : F:\Q4-2010\SYSTEM7\12_15_10\760993.D 

Operator : KAC 

Date Acquired t 16 Dec 2010 7:39 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 



760993,D Thu Aug 18 07:31:41 2011 Page 1 


Folk OIG PRR 042835 






Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\Q4-2010\SYSTEM7\12_15_10\760993,D 

Operator : KAC 

Date Acquired : 16 Dec 2010 7:39 

Sample Name ; BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMeth; DRUGS.M 

Integrator : RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum Quality 

80 



C:\Database\NIST08.L 

C:\Database\PMW_T0X2,L 

Minimum Quality 

80 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

3.53 

C:\Database\NlST0 8.L 





Noscapine 

000128-62-1 

91 



Noscapine 

000128-62-1 

87 



Noscapine 

000128-62-1 

72 


Abundance Average of 3.362 to 3,674 min.: 760993,D\data.ms (-) 



m/z--> 40 60 80 10 0 120 140 160 180 200 220 240 260 280 300 .320. 340 


Abundance #199368: Noscapine 



760993.D Thu Aug 18 07:31:42 2011 Page 2 


Folk OIG PRR 042836 







Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\12_15_10\760994.D 

KAC 

16 Dec 2010 7i52 

BLANK 

2 

DRUGS ,M 
RTE 


Abundance TIC: 760994.D\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


760994.D Thu Aug 18 07:31:52 2011 


Page l 


Folk OIG PRR 042837 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


F:\Q4~2010\SYSTEM7\12_15_10\760995,D 
KAC 

16 Dec 2010 8:04 

HEROIN STD 


Vial Number 

AcquisitionMeth 

Integrator 


95 

DRUGS . M 
RTE 


Abundance TIC: 760995.D\data.ms 



Ret, Time 

Area 

Area % 

Ratio % 

6.428 

1667711 

100.00 

100.00 


760995,D Thu Aug 18 07:31:55 2011 


Page 1 


Folk OIG PRR 042838 





Area Percent / Library Search Report 


Information from Data File: 

Pile Name : F ; \Q4-2010\SYSTEM7\12_15__10\760995 . D 

Operator : KAC 

Date Acquired ; 16 Dec 2010 8:04 

Sample Name : HEROIN STD 

Submitted by ; 

Vial Number : 95 

AcquisitionMeth; DRUGS,M 
Integrator : rte 


Search Libraries; C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NlST08.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 6.43 C:\Database\SLI.L 

HEROIN 000561-27-3 99 




760995.D Thu Aug 18 07:31:55 2011 Page 2 


Folk OIG PRR 042839 



















Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4™2010\SYSTEM7\12_15_10\760996.D 
KAC 

16 Dec 2010 8:17 

BLANK 


DRUGS.M 
RTE 


Abundance TIC: 7609967D\dala.rns 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


760996.D 


Thu Aug 18 07:31:58 2011 Page 1 


Folk OIG PRR 042840 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEN7\12_15_10\760967,D 
KAC 

16 Dec 2010 2:11 

COCAINE STD 

67 

DRUGS.M 
RTE 


Abundance TIC: 760967.D\da!a,rns 



Ret. Time 

Area 

Area % 

Ratio % 

4.707 

2390516 

100.00 

100.00 


760967.D 


Fri Aug 19 07:44:15 2011 


Page 1 


Folk OIG PRR 042841 






Area Percent / Library Search Report 


Information from 
File Name r 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

F:\Q4-2010\SYSTEM7\12__15_10\760967,D 

KAC 

16 Dec 2010 2:11 

COCAINE STD 

67 

DRUGS . M 
RTE 


Search Libraries; C:\Database\SLI.L 

C:\Database\NIST08 < L 
C;\Database\PMW_T0X2.L 

PK# RT Library/ID 


1 4.71 C:\Database\SLI,L 

COCAINE 000050-36-2 99 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 


Abundance 


80 


60 


40 


20 


8^ 


42 

I 

1 !, 

h. J J.(i 4 ' 


Average of 4.659 to 4.866 min,: 760967.O\data.ms (/ 
182 


105 


122 


I33I52166 


m 


303 


214 


272 

242 258 [ 288 


341355 


42C 


iTV^ j rV 'i't‘f T; rr|- }"V- ) >’ i't- r -r- t ‘-|-T-T ^ f-T j T"T-r" r |'‘T p t i ‘ i i f ^ M M f i ( r> [ i i j t-t-t t j 1 - r r "T i ' i < i i j i m i [ i M i j n-j-xr -j- TT-rT - p 

m/z»> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


Abundance 

80 

60 


#29: COCAINE 


40 


20 




42 


68 


182 


105 




122 


m/z--> 40 60 80 


138152166 

n"V [ I I 1 i- T 


198 


21 4 ^ ^ 244 


272 


303 


j <11 ] j rr-T-^-^pT-n| n i ■T-j-tT-?'rj i + t i | ! i m j « i rrj-r-n i | i i i i | t i i r f-n ■ r-rp 

100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


760967.D Fri Aug 19 07;44;16 2011 Page 2 

i 


Folk OIG PRR 042842 



















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q4“2010\SYSTEM7\12__15__10\760968 .D 
KAC 

16 Dec 2010 2:24 

BLANK 
ASD 
2 

DRUGS.M 
RTE 


Abundance TIC: 760968.D\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


760968,D 


Fri Aug 19 07:44:20 2011 


Page l 


Folk OIG PRR 042843 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_15_10\760976,D 
KAC 

16 Dec 2010 4:05 

BLANK 
ASD 
2 

DRUGS.M 
RTE 


Abundance tfC: 760976.D\dala.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


760976.D Fri Aug 19 07:44:36 2011 Page 1 


Folk OIG PRR 042844 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM7\12__15__10\760977 .D 
KAC 

16 Dec 2010 4:17 


ASD 

77 

DRUGS.M 
RTF 



Ret. Time 


Area Area % Ratio % 


2,123 
2.340 
4.712 


257402 

910277 

4787749 


4.32 
15.28 
80.39 


5.38 
19.01 
100.00 


760977.D 


Pri Aug 19 07:44:39 2011 


Page 1 


Folk OIG PRR 042845 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_15_10\760977,D 

Operator : KAC 

Date Acquired ; l^Dec 2010 4:17 

Sample Name ; 

Submitted by : ASD 

Vial Number : 77 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C;\Database\SLI,L Minimum Quality: 80 

C;\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 2,12 C:\Database\NIST08.L 

Ecgonidine, methyl ester 127379-24“2 98 
2-Carbomethoxy-8-methyl-8-azabicycl 043 021-26“7 86 
2(IH)-Pyridinone^ 4-hydroxy-6-methy 007135-82-2 38 


Abundance Average of 2.096 to 2.176 mm.: 760977.D\data.ms (-) 



760977,D Fri Aug 19 07:44:39 2011 Page 2 


Folk OIG PRR 042846 













Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_15__10\760977.D 

Operator : KAC 

Date Acquired : 16 Dec 201 0 4:17 

Sample Name : 

Submitted by : ASD 

Vial Number : 77 

AcquisitionMeth: DRUGS .M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08,L 
C:\Database\PMW_T0X2.L 

PK# RT Library/ID 


2 2.34 C:\Database\NIST08.L 


Ecgonine 

methyl 

ester 

106293-60-1 

98 

Ecgonine methyl 

ester 

106293-60-1 

98 

Ecgonine 

methyl 

ester 

106293-60-1 

98 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# QuaI 



Abundance #58522: Ecgonine methyl ester 

I 



760977.D Fri Aug 19 07:44:39 2011 Page 3 


Folk OIG PRR 042847 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYBTEM1\12_1S_10\160917.D 
KAC 

16 Dec 2010 4:17 


ASD 

77 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLl.L Minimum Quality: 80 

C:\Database\NIST08»L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


3 4.71 C:\Database\SLl,L 

COCAINE 


000050-36-2 99 





80j 

60- 


182 


20 

0 


42 


55 


68 

Jl, 






108 


135 


198 


O- 




rA 


ry- 


214 


~r 


244 259 
T 


272 


303 

-rrir-, 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 


-^-p-rxT-y 

340 


760977.D Fri Aug 19 07:44:40 2011 Page 4 


Folk OIG PRR 042848 













Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

F;\Q4-2010\SYSTEM7\12_15_10\760978.D 
KAC 

16 Dec 2010 4:30 

BLANK 
ASD 
2 

DRUGS.M 
RTE 


Abundance 


TIC: 760978,DWata.ms 




Ret, Time 

Area 

Area % 

Ratio % 

INTEGRATED 

PEAKS*-** 




760978.D Fri Aug 19 07:44:43 2011 


Page l 


Folk OIG PRR 042849 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number^ 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_15_10\760979.D 

KAC 

16 Dec 2010 4:43 


ASD 
79 

DRUGS.M 
RTE 


2.340 





TIC: 760979.D\4ala.ms 


8000000 

6000000 

4000000 

2000000 

0 


Time-> 2.00 2.50 3.00 3.50 4.00 4.60 5,00 5,50 6.00 6.50 7.00 7.50 8.00 8.50 


~r' 


J T'J-T-i-r 

9-00 


9,60 


Ret, Time 


Area Area % Ratio % 


2.128 
2.340 
2.398 
4.718 


689261 

3703683 

433983 

11192712 


4,30 6.16 

23.12 33,09 

2.71 3.88 

69.87 100,00 


1 


760979.D 


Fri Aug 19 07:44:46 2011 


Page 1 


I 


Folk OIG PRR 042850 













Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12__15_10\760979.D 

Operator : KAC 

Date Acquired ; 16 Dec 2010 4:43 

Sample Name 

Submitted by : ASD 

Vial Number : 79 

AcquisitionMeth: DRUGS,M 

Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2,L 

PK# RT Library/ID CAS# Qual 


1 2,13 C:\Database\NlST08.L 

Ecgonidine, methyl ester 127379-24-2 98 
2"Carbomethoxy-8-methyl-8-azabicycl 043021-26-7 83 
3,5-Dimethoxyphenethylamine 003213-28-3 49 


Abundance 

80 
60 

40 

20 

0 

._60 70 80 90 100 110 120 130 140 150 160 17Q 180 190 200 





Folk OIG_PRR_042851 











Area Percent / Library Search Report 


Information from Data Filej 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4“2010\SYSTEM7\12_15_10\760979.D 
KAC 

16 Dec 2010 4:43 


ASD 

79 

DRUGS.M 
RTE 


Search 

Libraries: C:\Dafcabase\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

o o 

CO CO 

PK# 

RT Library/ID 

CAS# 

Qual 


2 2-34 C:\Database\NIST08-L 


Ecgonine 

methyl 

ester 

106293-60-1 

98 

Ecgonine 

methyl 

ester 

106293-60-1 

38 

Ecgonine 

methyl 

ester 

106293-60-1 

98 


Abundance Average of 2-303 to 2,377 min.: 760979.D\data.ms (-) 



Abundance 


80 


60 


40 


20 


^2 


#58522: Ecgoninc methyl ester 


42 


96 


199 


m/z-> 


168 

55 68 112 

flTTj ■J4^Tj'T-rlT|VT 


182 


TH !"pTT-I'|'r- 


40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190200210 22023oSo260^S^27C2^ 


760979.D Fri Aug 19 07:44:46 2011 


Page 3 


Folk OIG PRR 042852 
















Area Percent / Library Search Report 


Information from Data'Pile: 

File Name : F:\Q4-2010\SySTEM7\l2_15_10\760979.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 4:43 

Sample Name : 

Submitted by : ASD 

vial Number : 79 

AcquisitionMeth: DRUGS.M 
Integrator : RTH 


Search 

Libraries: C:\Database\SLI.L 

Minimum Quality 

80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 

80 

PK# 

RT Library/ID 

CAS# Qual 

3 

2.40 C:\Database\NIST08.L 




Ecgonine methyl ester 

106293-60-1 

87 


Ecgonine methyl ester 

106293-60-1 

86 


Tropine N~oxide 

035722-43-1 

72 


Abundance Average of 2.377 to 2.478 min.: 760979.D\dala.ms (-) 

I 


80 



760979.D Pri Aug 19 07:44:47 2011 Page 4 


Folk OIG PRR 042853 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F: \Q4-2010\SySTEM7\l2_15_10\760979 

Operator : KAC 

Date Acquired : 16 Dec 2010 4:43 

Sample Name : 

Submitted by : ASD 

Vial Number : 79 

AcquisitionMeth: DRUGS.M 
Integrator : RTF 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C;\Database\NIST08,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


4 4,72 C:\Database\SLI,L 

COCAINE 000050-36-2 99 


Abundance Average of 4,670 to 4.845 min.: 760979.D\data.ms (-) 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F; \Q4-2010\SYSTEM7\12__15__10\760980 
KAC 

16 Dec 2010 4:55 

BLANK 
ASD 
2 

DRUGS,M 
RTE 


Abundance TIC: 760980.D\dala,ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


\ 
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Folk OIG PRR 042855 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12__15__10\76 0981.D 
KAC 

16 Dec 2010 5:08 


ASD 

81 

DRUGS.M 
RTE 


Abundance 


8000000 


6000000 


4000000 


2000000 

2.340 

0 

T!me--> 


1 1 / . .N j , , , , 1 , , 

2.00 2.50 3.00 


TIC: 760981.D\data.ms 


4,717 




3,50 4,00 4.50 5,00 5.60 6.00 6.50 7.00 7.50 8.00 8.60 9,00 9,50 


Ret. Time 


Area Area % Ratio % 


2,128 
2,340 
2,398 
4.717 


412991 

1515817 

117291 

10872435 


3.20 3.80 

11,73 13.94 

0.91 1.08 

84.16 100.00 


760981.D Fri Aug 19 07:44:59 2011 
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Folk OIG PRR 042856 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_15_10\760981.D 

Operator : KAC 

Date Acquired : ^Dec2010 5:08 

Sample Name : 

Submitted by ; ASD 

Vial Number : 81 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLl,L Minimum Quality: 80 

C:\Database\NIST08,L Minimum Quality; 80 

C:\Database\PMW_TOX2 < L 

PK# RT Library/ID CAS# Qual 


1 2,13 C:\Database\NIST08,L 

Ecgonidine, methyl ester 127379-24-2 98 
2-Carbomethoxy-8-methyl-8-azabicycl 043021-26-7 83 
5-Methyl"2-nitroaniline 000578-46-1 47 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F: \Q4-2010\SYSTEM7\12__15_10\760981 ,D 

Operator : KAC 

Date Acquired : 16 Dec 2010 5:08 

Sample Name : 

Submitted by : ASD 

Vial Number : 81 

AcquisitionMeth: DRUGS,M 
Integrator : RTF 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C;\Database\NIST08,L Minimum Quality: 80 

C;\Database\PMW_TOX2,L 

PK# RT Library/ID 


2 2.34 C:\Database\NIST08.L 


Ecgonine 

methyl 

ester 

106293-60-1 

98 

Ecgonine 

methyl 

ester 

106293-60-1 

98 

Ecgonine 

methyl 

ester 

106293-60-1 

98 


CAS# Qua! 


Abundance Average of 2.308 to 2.382 mm.; 760981.D\data.ms {-) 

\ 8 ^ 



_JP 50 60 __70_8p__ 90 100 110 120 13 0 140 150 160 17 0 18 0 190 200 


Abundance #58522: Ecgonine methyl ester 
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Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F: \Q4-2010\SYSTEM7\12__15__10\760981 ,D 

Operator : KAC 

Date Acquired : 16 Dec 2010 5:08 

Sample Name : 

Submitted by : ASD 

Vial Number : 81 

AcquisitionMethI DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


3 2,4 0 C: \Database\PMW__T0X2,L 

Methamidophos 010265-92-6 4 

Amantadine 000768-94-5 2 


Abundance Average of 2.382 to 2.477 min.: 760981 .D\dala.ms (-) 

94 

80 

60 


68 



U V T~|:~ r !~ r 7~^~ T TTTjT Yrr ]'r rrr |TTT~ rp ~ rn ~]~TTTT p r~ r ? x ]~ rn ~ ry TTTT~ j ' YV ~ r 7 y 7~7~ rr yTTTT^ T T r 7~]~ TV TTyT~ r !~ r |~i~ rTT jTT T ~ rp ~ rn ~ j TTTTyT~ rrr |~ rrrTj TTTTT T ~ rr 7~ p ~ r 

m/z-> 40 50 60 70 80 90 100 110120130 140150 160170180190200 210 220 230 240 250 260270 280 
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Area Percent / Library Search Report 


Information from Data File: 


Pile Marne 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_15_10\760981 
KAC 

16 Dec 2010 5:08 


ASD 

81 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI,L 

C:\Database\NIST08.L 
C:\Database\PMW_TOX2,L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


CAS# Qual 


4 4.72 C:\Database\SLl.L 

COCAINE 


000050-36-2 99 


Abundaace 

80 

60 

40 

20 

0 


82 


42 


.66 67 


Average of 4.670 to 4.871 min.: 760981 .D\dala.ms (-) 
1$2 


94 


, 122 

108 I 14o182 166 

' * Ajii 


! ' “ ! ' I ' ’ ‘ ' ! ' ' ' ' [■' ^ "■*'[ 


198 


303 


272 

214 229 244 258 I 269 


: I I I I f 1 + 1 i 


-i-T-f^-r-rT-r 


355 


m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 

Abundance . #29: COCAINE 


182 


-TnrYr--rr~r-i 



108 


122 


1J35.. 


198 


m/z-> 




244 259 

_.r-y-r--T-r-T-]-iri 


272 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


303 


760981,D 


Fri Aug 19 07:45:02 2011 
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Folk OIG PRR 042860 













Area Percent / Library Search Report 


Information from Data File: 

File Name 

P:\Q4-2010\SYSTEM7\12 15 10\760982.D 

Operator 

KAC 

Date Acquired 

16 Dec 2010 5:20 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

2 

AcquisitionMeth 

DRUGS.M 

Integrator 

; RTE 


Abundance fiC: 760981 D\data.ms 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS^** 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_15_10\760983.D 

KAC 

16 Dec 2010 5:33 

BLANK 


DRUGS.M 
RTE 


Abunciance TIC: 760983.DWata.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS'^** 


7609S3.D Fri Aug 19 07:45:14 2011 


Page 1 


Folk OIG PRR 042862 




Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_15_10\7G0984.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 5:46 

Sample Name : COCAINE STD 

Submitted by ; 

Vial Numbei“ : 84 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance TtC: 7609S4.D\dala.ms 

2000000 

1500000 

1000000 

500000 I 


U*T ) rp I'T-j-r , , t , t rr-T j j . r rj-r-ry i j . f m t < • f ' ^ t rr f ^ ^ rr-p-v . . ^ i rr j-j , rryT-i-r, ^ , 

T!me-> 2.00 2,60 3,00 3.50 4JDp 4,50 5.QQ 5.50 6.00 6.50 7.00 7.50 8^ 8.50 j9,p0 9.50 


Ret. Time 

Area 

Area % 

Ratio % 


4.707 

1929841 

100,00 

100.00 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F: \Q4-2010\SYSTEM7\12_15__10\760984 ,D 

Operator : KAC 

Date Acquired : 16 Dec 2010 5:46 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number t 84 

AcquisitionMeth: DRUGS < M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C r \Database\PMW__TOX2 , L 

PK# RT Library/ID CAS# Qual 


1 4.71 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.670 to 4.639 min.: 760984.D\data.ms C) 



m/z:-> _^0 __60 __ 80 JOO nO UQ 160 180 200 220 2^ 2^ 280 300. 320_.. 340 


Abundance . #29: COCAINE 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired t 
Sample Name ^ 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data Pile; 

F:\Q4"2010\SYSTEM7\12_15_10\760985 
KAC 

16 Dec 2010 5;58 

BLANK 

2 

DRUGS . M 
RTE 


Abundance TIC: 760985.D\dat3.ms 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


1 

i 
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